Colorado PUC E-Filings System 


BEFORE THE PUBLIC UTILITIES COMMISSION OF THE STATE OF COLORADO 

PROCEEDING NO. 19F-0620E 

LA PLATA ELECTRIC ASSOCIATION, INC., 

COMPLAINANT, 

V. 

TRI-STATE GENERATION AND TRANSMISSION ASSOCIATION, INC., 

RESPONDENT. 

AMENDED ORDER SETTING HEARING AND NOTICE OF 

HEARING 


TO THE PARTIES IN THIS MATTER: 

The Colorado Public Utilities Commission orders that the hearing in this matter is set before an 
Administrative Law Judge on: 

DATE: January 21, 2020 
TIME: 9:00 AM 

PLACE: Commission Hearing Room 

1560 Broadway, Suite 250 
Denver, Colorado 


At the above date, time and place you will be given the opportunity to be heard if you so desire. 






THE PUBLIC UTILITIES COMMISSION 
OF THE STATE OF COLORADO 


(SEAL) 



ATTEST: A TRUE COPY 


DOUG DEAN, Director 
Colorado Public Utilities Commission 
1560 Broadway, Suite 250, Denver, Colorado 80202 

Dated at Denver, Colorado this 
7th day of November, 2019 
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DOUG DEAN, Director 




